Mr. Parks referred to a previously issued imminent-danger order issued
on December 22, 1980, for a violation of the roof-control plan (Exh. G-7).
In describing the conditions which led to him issuing that order, he stated
that Jesse Campbell, the foreman, had acknowledged that the roof was in
extremely bad condition but that they were proud of the fact that no one had
been injured due to rock falls.  The inspector stated that he was worried
about the attitude of the mine's management because they would wait until the
roof started to break up before bolting it or timbering it (Tr. 37-41).

Mr. Parks explained the notations on Exhibit G-5 which showed the
location of prior orders and citations issued in connection with rock falls
and also showed the location of the rock falls that were reported. He indi-
cated that these roof condition violations had all occurred in the same
general area where the citation in question occurred (Tr. 43-44).

On cross-examination, Mr. Parks admitted that his diagram of the viola-
tion (Exh. G-2) was not to ficale and that he had not actually measured the
cracks.  He agreed that the diagram showed that there were two crossbars
outby the brow of the fall and that this would be sufficient support under
the roof-control plan.  The inspector testified that the plan required a
minimum of 36-inch roof bolts and that the operator was using 48-inch resin
bolts in the room neck (Tr. 67-72).

Mr. Parks stated that the three timbers around the magazine provided
additional support but not adequate protection for the magazine. He felt
that additional timbers in front of the crossbars were needed. He also
thought that the intersection leading to the magazine should only be wide
enough to let a scoop in to retrieve the magazine (Tr. 72).

Mr. Parks confirmed that a preshift inspection had taken place on
February 2, 1981.  He also testified that management corrected the cited con-
dition as expediently as possible. He admitted that he had not checked the
timbers surrounding the powder magazine to see if they were snug. He agreed
that if in fact the roof was coming down, the timbers would have been firmly
in place.  The inspector also stated that he had not asked Mr. Todd why he
located the magazine in this particular position (Tr. 74-92).

On redirect examination, Mr. Parks noted that the roof-control plan
specifications were only a minimum and that additional precautions were
necessary for abnormal conditions. He felt that the conditions of
February 2, 1981, necessitated additional support. He stated that there was
just 18 inches of clearance over the top of the powder magazine (Tr. 93-94,
140).  He agreed that the three posts in front of the magazine provided
additional support.  He also admitted that the ribs provided some support
(Tr. 94, 143).

In response to bench questioning, Mr. Parks stated that he did not know
whether the roof had cracked before It had fallen. The roof fall had been
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